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Greaguey Hepartment, 


OFFICE OF THE SUPERVISING ARCHITECT, 





Wiastinglen, November 3 , /8S7 


Mr Daniel M. Fox, 


Custodian, U. 8. Mint, 





Philadelphia, pax 
Sir:- : 1% 

In reply to your letter of the 29th ultimo, I have to ask 
that you submit to this office an estimate of the cost of repairing 
and oiling the time locks in use on the vaults in the building in your | 
eustody, as no authorization can be mace without a2 limit of expense. | 

Respectfully yours, 


; | fell: UE iw 


Supervising Architect. 
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Treasury Department, 

Office of the Supervising Architect, 
Washington, 

November 3, 1887 


Mr. Daniel M. Fox, 
Custodian, U.S. Mint, 
Philadelphia, Pa. 


Sir: - 

In reply to your letter of the 29th ultimo, I have to ask that you submit to this office an 
estimate of the cost of repairing and oiling the time locks in use on the vaults in the building in 
your custody, as no authorization can be made without a limit of expense. 

Respectfully yours, 

Will. A. Freret 


Supervising Architect. 
L 


[Noted at bottom: ] 


Mr. Douglas informed Cashier that it would cost $16 to clean and oil both clocks. 


